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UNCLAS SEOUL 1957 

E.O. 11652: N/A 
TAGS: BENC, KS 

SUBJECT: MAJOR PROJECT- SAMCHONPO THERMAL POWER PLANT CONSTRUCTION 
(KECO IDENTIFIES AS "NEW THERMAL POWER PLANTS NO. 3 AND 4") 

REP: SEOUL 1750 

1 . KOREA ELECTRIC COMPANY (KECO) HAS JUST MAILED INVITATIONS 
TO EIGHT (8) U.S. CONSULTANT ENGINEERING PIRMS TO SUBMIT 
TECHNICAL PROPOSALS FOR THE TWO (2) THERMAL POWER PLANTS REPORTED 
REPTEL. EMBASSY IS GRATIFIED TO REPORT THAT ONLY U.S. FIRMS WILL 

BE SOLICITED ON THESE EXCEPTIONAL OPPORTUNITIES. 

2. THE FIRMS ARE SARGENT AND LUNDY, EBASCO SERVICES, BLACK AND 
VEATCH, STONE AND WEBSTER, BROWN AND ROOT, GIBBS AND HILL INC., 

KAISER ENGINEERING AND UNITED ENGINEERING CONSTRUCTORS. 

3. INVITATION LETTER AND ATTACHMENT (WITH NON-ESSENTIAL WORDS 
OMITTED) IS AS FOLLOWS: QUOTE "KECO IS PLANNING TO CONSTRUCT 
SOME BITUMINOUS COAL PIRING THERMAL POWER PLANTS OF 500 MW 
CLASS IN 1980'S AND INTENDS TO PROCEED WITH THE ENGINEERING 
FOR THE PROJECTS WHICH WILL INCLUDE THE DEMONSTRATION OF THE 
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PROJECT FEASIBILITY AND PREPARATION OF DETAIL DESIGN AND TENDERS 
DOCUMENTS IN CASE FEASIBILITY IS ESTABLISHED. YOU ARE INVITED TO 
SUBMIT YOUR UNPRICED TECHNICAL PROPOSALS POR SERVICES REQUIRED TO 
CONSTRUCT 500 MW CLASS PLANTS AS DESCRIBED ON THE ATTACHMENT. 

YOUR PROPOSAL WILL HAVE TO INCLUDE THE POLLOWING ITEMS: 

1. BACKGROUND, ORGANIZATION AND EXPERIENCE OF YOUR FIRM. 
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2. ESTIMATES OF MAN-MONTHS REQUIRED BY EACH QUALIFICATION OF 
ENGINEERS AND BY WORK ITEMS. 

3. PERSONAL EXPERIENCE FOR EACH EXPERT. 

ADDITIONALLY YOU SHOULD INFORM US IF YOU COMBINE THE EUNCTIONS 
OF CONSULTING ENGINEERS WITH THOSE OF CONTRACTORS OR IF YOU 
ARE ASSOCIATED WITH, AFFILIATED TO, OR OWNED BY A CONTRACTOR, OR 
IF YOU ARE AEFILIATED TO MANUFACTURERS WITH DEPARTMENTS OR DESIGN 
OFEICES OFFERING SERVICES AS CONSULTING ENGINEERS. TELEX KECO 
IMMIDIATELY OF YOUR AFFIRMATIVE OR NEGATIVE INTENTION TO TRANSMIT 
A PROPOSAL. YOUR PROPOSAL WILL BE REVIEWED VERY CAREFULLY AND 
USED AS BASIC DATA WHEN WE MAKE A LIST OF QUALIFIED ENGINEERING FIRMS 
FOR ENGINEERING SERVICES IN EUTURE (SIGNED). OH, CHANG-SUK, 

MANAGER OF ENGINEERING DEPARTMENT, KOREA ELECTRIC COMPANY, 

#5, 2-KA, NAMDAEMOON-RO, CHUNG-KU, SEOUL, KOREA. 

CABLE: KELECCO SEOUL, TELEX: KELECCO K2487. 

ATTACHMENT: NEW THERMAL POWER PLANT #3, #4 

1. OUTLINE OF THE PROJECT 

1) SITE : NEAR SAMCHONPO-CITY OF SOUTH COAST 

2) CAPACITY : 500 MW CLASS X 2 UNITS 

3) FUEL : BITUMINOUS COAL TO BE IMPORTED FROM ABROAD 
1,600,000 TON/YEAR 

4) CONSTRUCTION SCHEDULE: 

#3: MARCH, 1978 - SEPTEMBER, 1981 
4: MARCH; 1978 - SEPTEMBER, 1982 
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2. SITE CONDITION 

1) AREA : 465,000 SQUARE M 

2) COOLING WATER : 120,000 TON/HR (SEA WATER) 

3) INDUSTRIAL WATER: 200 TON/HR 

4) FUEL SUPPLY : BY SEA 

5) UNLOADING FACILITY : FOR 50,000 DWT VESSEL 

6) POWER TRANSMISSION : 345 KV 2 CIRCUIT 

7) AMBIENT AIR TEMPERATURE 
MAXIMUM AIR TEMPERATURE : 34 C 
MINIMUM AIR TEMPERATURE : -10.8 C 

ANNUAL AVERAGE TEMPERATURE: 13.7 C UNQUOTE. 

4. AETER TELLEXING THEIR RESPONSES, THE EIGHT U.S. FIRMS 
SHOULD REVIEW REFTEL IN PREPARING THEIR PROPOSALS. MR. OH WILL 
REVIEW TECHNICAL DOCUMENTS AND MR. PARK REMAINS AS OVERALL 
IMPLEMENTING OFEICER. 

5. COMMERCE SHOULD ALERT THE AFOREMENTIONED U.S. FIRMS TO THIS 
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